Message 


From: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE. NASSIF] 

Sent: 5/2/2011 6:44:53 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James. Hanchett] 

Subject: RE: address 


Glad you are back up & running, thanks. 


From: Hanchett, James (DPH) 

Sent: Monday, May 02, 2011 1:35 PM 
To: Nassif, Julianne (DPH) 

Subject: RE: address 

Hi Julie, 

I got your message Friday, but server was down until noon today. 


Ji m Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 



From: Nassif, Julianne (DPH) 

Sent: Friday, April 29, 2011 3:21 PM 
To: Hanchett, James (DPH) 

Subject: address 

Hi Jim, 

Can you remind me again of the address for the lab? Restek needs to send Sonja a corrected certificate for 
her files. 

Thanks, Julie 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 
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